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Textile Factory at Skofija Loka 




1. Oa 19 July 1951 9 at 2i20 a.m*, fire broke out in two places in the storerooms 
of the Gorenjska Predilnica i'extile Factory in Skofija Loka. The fire spread 
rapidly tod ten wagon loads of cotton and wo^l material were destroyed before 
it was possible to localize she flames. ;(> 
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It was reported that the' f i) e was an act of sabotage. An investigation was 
conduct ed by t^io industrial ITDB, the militia, and the local UDB of Skofija 
Loka, all under tho direct: op of Ignac Bizjak, a Lieutenant in the ’ industrial 
UDlh Several suspects were arrested in^the factory B but all of them pro- 
duced alibis and had to bo released,, It is all egedlyjj. suspected that the 
saboteurs were person^ infiltrated from the outside, w ho fled immediately 

afterward* f ' -I 
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3* Since almost all rafe mat aria 1 reserves were destroyed, the factory was 
compelled to close for -jO days until the arrival of new raw material* 
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